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Story of Light and Sight, Book Revie 
Street and Highway Clinic, CLI 


Street Lighting Panel 


3. Personnel 


Architect Competition 2-15A 
Aspects of Single 


Compared 


Student 
Summary of Economic 
Complete Electric Service 
with Dual Electric and Gas Service for 
Multiple Housing, Book Review 
Sustaining Members, List of 
Symposiums, Second National 
Exposition, Book Review 


T 


Forum 10-74 

Book Review 1-16A 

Toronto University Courses 7-20A 

Traffic Fellowships Available 1-18A 

Traveling Science Library 10-7A 

Iwo-Part Extension Meeting, Milwaukee 
Section 


5-284 
3-35A; 9-35A 
Lighting 
12-28A 


Technical Committec 
Technical Societies Guide 


6-17A 


U 


USNC Elects New Officers 
USSR Industrial Lighting Code 


Vv 


Views and Opinions 


W 


Western New York Section § Lighting 
Course 

What is a Standard 

Why Automation?, 

Writing and Publishing Your 


Book, Book Review 


Book Review 
Book Review 
Technical 


Y 


Selected Reading 
Personal Ap 


Your First Five Years 
for Young Engineers, 
praisal, Book Review 


Yankee Chapter Lighting Education 


Personnel listing of 1958-1959 and 1959-1960 national and local officers and 
committee members. 1959-1960 listing is complete as of November 19, 1959. For 
later appointments, see Index to 1960 or committee lists in Illuminating Engineering 


A 


ABRAHAM College of the 
Electrical Engineering Dept., 


ABRAMOWITZ, 
City of New York 
New York 31, N. Y. 
Nomenclature Committec, 
ACHITOFF, L. 

Ground Runway Lighting Subcommittee of the 
Aviation and Signal Committee, 1959-1960 
ADAMS, CECIL, Scott Jaqua Co., Inc 7 

Georgia St., Room 214, Indianapolis, Ind 
Secretary, Indiana Section, 1958-1959 
ADAMS, E. Q., Western Reserve University, 
School of Medicine, 2109 Adlebert Road, Cleve 
land 6, Ohio 
Nomenclature Committee, 
ADAMS, JOHN ¢ General Electric Co 1244 
Edison Blidg., Toledo 4, Ohio. 
Subcommittee on Churches of the 
Committee, 1958-1960; Subcommittee on Hos 
pitals of the Institutions Committee, 1958-1959. 
ADAMS, R. I South Carolina Electric & Gas 
Co., 1309 Hampton St., Columbia, 5S. ¢ 
Chairman, Palmetto Section, 1959-1960 
ADRIAN, W. M., Luminator Inc., 120 N 
St., Chicago, Ill. 
Marine Transportation 
Public Conveyances — Interior Lighting 
mittee, 1958-1959 
AKE, THEODORE, The Miller 
Center St., Meriden, Conn. 
Progress Committee, 1958-1966 
Committee, 1958-1960; Industrial 
1959-1960; Recommended Practice Subcommit 
tee of the Industrial Committee, 1959-1960. 


1958-1960 


1958-1960 


Institutions 


Peoria 


Subcommittee of the 
Com 


Company, 99 


Merchandising 
Committee, 


1959 


ALBACH, CARL, P.O. Box 4235, Santa Fe 
New Mexico. 
Committee on Allied 
ALEXANDER, H. W., 
Ave., Rochester, N. Y. 
Subcommittee on Hospitals of the 
Committee, 1959-1960 
ALEXANDER, JACK 
Subcommittee on Luminaire 
the Roadway Committee, 1958-1959 
ALLEN, ROBERT L., Westinghouse 
Corp., Merchandise Mart, Chicago, II! 
Subcommittee on Revision of “Lighting Fun 
Course of the Education Commit 
Education Committee 1958 


Arts, 1958-1960 
Ritter Co. Inc 100 West 


Institutions 


Maintenance of 


Electric 


damentals”’ 
tee 1959-1960; 
1959 

ALLISON, R., ¢ The T. 

Yonge St., Toronto, Ont 
Chairman, Color Committee, 1959-1960; Inter 
Society Color Council, 1959-1960; Merchandis 
ing Committee, 1958-1960; Chairman, Subcom 

Color of the Aviation and 
1958-1959 


Eaton Co. Ltd 19 


mittee on Signa 
Committee 
1958-1959 
ALLPHIN, WILLARD, Sylvania Lighting Prod 
ucts, 60 Boston St., Salem, Mass 
Chairman, Board of Fellows, 1959-1960; Mem 
ber, 1958-1959; School Committee, 1958-1960 
Committee on Quantity and Quality of Ilu 
mination, 1958-1960. 
ALMOND, RICHARD, Almond 
1005 E. 4th St., Tulsa 1, Okla 
Chairman, Oi! Capital Section, 
ALMRYDE, A. S., Commonwealth 
3045 Washington St., Waukegan, Ill 


Progress Committee 


Electric Co 


1959.1960 


Fdison Co., 


Othce Committee, 1958-1960; Committee on 
Handbook Revision 
AMICK, C. L., Day-Brite Lighting, Ine ‘411 
Bulwer Ave., St. Louis 7, Mo 
Director, 1959-1960 Tech 
nical Conference Committee Office 
Committee, 1958-1960; Publications Committee, 
1959-1960 
ANDERSON, 
poration, 2521 
N. J 
Chairman, 
1960 


1958-1959 


National 


1958-1960 


Chairman 


Duro-Test Cor 
North Bergen 


HERBERT A 
Hudson Blvd 


1959 


Progress 


Sources Committee 
1958-1959 


Light 
Vice-Chairman, 

Committee, 1958-1960 
ANDRE, SAYLORS J., Georgia 
Forsyth St., Atlanta 1, Ga. 

Chairman, Georgia Section 
ANDREWS, 1T G., University of 
College Park, Md 

Subcommittee on Signal Lighting of the Avia 
1958-1959 
Washing 


Power Co 1% 


1959-1960 
Maryland, 


tion and Signal Committee 
ANGIER, J. F., 14 Valley View Ave 
ton 12, D. ¢ 

Chairman, Subcommittee on 

of the Aviation and Signal Committee 

1960 


Lighting 


1958 


Signal 


Lighting Subcommittee of the 
1958-1960 


Ground 
Aviation and Signal Committee 
ARENBERG, A. I Luminator-Harrison Inc., 
500 North Orleans St., Chicago, Il 
Public Interior 
mittee, 1958-1959 
ARNER, W. J., Libbey-Owens. Ford 
1701 E. Broadway, Toledo 5, Ohio 
Daylighting Committee, 1958-1960 om 
mittee on Revision of Recommended } 


Convevyances Lighting Com 


Glass Co 
acticg 


Personnel Index 





for Daylight of the Davlighting Committee 
1958. 1964 
ASHE, F. « oodside Road, Pittsburgh 21, 
ography Subcommittee of the 
1958 


mat Bib 
mn Ground Lighting Committee, 
Chairmat Aircraft Bibliography Sub 


mittee of t Aviation and Signal Commit 


Aircraft 
on Ground Light 


ry Subcommittee on 
mimittee 
Committee 


' und «=Signal 


AVERY, BENTAMIN I General Electric Ce 
16 il 
1959.1960; Institu 
0; Subcommittee on 
indamentals™” Course 


1959.1960; Edu 


Ceilings, 3701 N 


Lighting Fun 
lucation Commit 
Committee 1958 
BAHNAK Minneapolis 
» Mint 
Ne ta Tw ‘ Section, 1958-1959 
BAILER, FDMUND F Flectric Cx 
ith Se NN. W Washington 5, D. ¢ 
Chairman, Ca i| Section, 1959.1960 
BAILEY }. RB Church St 
I 


IOHN skhe St 
Ceneral 


Elmhurst 


Put it { ttee 8.1959 
BAKER, ERVIN, 5 
oo BR iw” ‘ 

} t Par its 


ectric Products Inc 
Society of Agricul 
t F ngine 
BAKER, GEORGE TI , fe Gas & Electric Co 
s “Ne 
19590 ¢ Committee, 1958 


BAKER IOHN q 1 Avenue, North 
I m oes fe 
i t sew York 
BALDRY, GORDON bar Electric Co. Inc 
\ u ‘as 
Pa arvclle 


Section 1958 


Chapter 1959. 1960 


BALDWIN, DAVID M., Institute of Traffic En 

ginecrs K St.. N. W., Washington 6, D. ¢ 
Roadway Committe 1958. 1960 

BALT JAMES RB 

P.O. Be 7, Cleveland | 


Electric Corp 
Ohio 
Areas 


tinghouse 


Committee, 
Station and Parking Areas 
om t Merchandising Committee 


Power & Light 
Conn 


BALLARD Connecticut 
Ce Pr. O. Box Hartford 
Vice-Chairman, Public Relations & Information 
Luminaire Maintenance 
Roadway 


Committ 958.1960 

Subcommittee f the Committee 
1}958.19059 

BALOGH 


Sherman Oak 


FDWARD R14 Drive, 


Cali 


Glenridge 


Secretary, Southern California Section, 1958 
1958-1959 


Fdison Co., 


a59 Industr cx 
BANAHAN I 
Main St Akron Ohio 

Chairmar { umd Section, 1958-1959 
BANK I Athletic Institute, 209 S 
State St 70 Hl 


mmittee 


47 N 


Six ecreational Areas Committce 


BAN TON JAMES Tampa Electric Co., 
! Southeastern Region, 1958 
Regior Act ties Committee, 1958-1959 
BARBROW, L. I National Bureau of Stand 
Wa ng Db. ¢ 
1959-1960; Nomenclature 
o, Light Sources Commit 
Davlighting Committee, 1958 
1958-1959 


Architect, 1465 § 


nittee 
P. Stah 
Mo 
' mapter, 1958-1959 
BARHITE }R.. New York State 
115 Main St., Lockport 


1959 


New York Section, 


Personnel Index 


BARNES, JAMES F Pacific Gas & Electric Co 
P. O. Box 540, San Rafael, Calif 
Vice-President, South Pacific 
1958-1960 Regional Commi ittec 
1958-1960; Chairman Subcom mittee 
of the Industrial Committes 1958.1960: Na 


Technical Conference Committee, 1958 


Coast Region 
Activities 


Sawmills 


tional 

1959 
BARNES 
Antonio It 
Chairman, Alamo Section 
BARR, A. ¢ 
Cleveland 


Advance Planning Committec 1958-1960 


RICHARD W Rt. 10, Box 
Texas 
1958-1959 
General Electric Ce a Park 
Ohio 
Tinance Committee, 1958-1960 
BARR, TAYLOR M., Central 
Flectric Cory 17 Cannon St Poughkeepsie 
N. ¥ 
General Board of Examiners 
BARR, W. G National Parking Association 
Im 7il 14th Street, N. W Washington 5, D. ¢ 
Subcommittee on Service Stations and Parking 
Areas of the Store Committee, 1958-1960 
BARRY, B. D IR ‘2 Knollwood Drive 
Long Meadow, Springfield, Mass 
Chairman, Yankee Chapter, 1958-1959 
BATEMAN, |. W Canadian General 
Co., Ltd., 165 Dufferin St Toronto, Ont 
Board of Fellows 1958-1960 
Committee on 
1960: National 
tee, 1958-1960; Official Representative 
National 
Commission on Illumination, 1959-1960 
BAT TIG, MARIANNE, Northern States Power 
Co “ th St., Minneapolis 2, Minn 
Committee on Residence 
Contributing 
Home Lighting Data Sheets of the Publications 


Hudson Gas & 


1958-1960 


Electric 


Co-Chairman 
Defense Coordinating, 1958 
Technical Conference Commit 
Canadiat 


Committee of the Internationa 


Lighting Forums 


1958-1959 Subcommittee on 

Committee 1958-1959 
BATILE, Ff I 1}. A 
play, Ltd., 626 Campbell St 


Wilson Lighting & Dis 
Winnipeg. Man 
Secretary, Winnipeg Chapter, 1959-1960 
BAUER, FRED G Inglehard 
113 Astor St.. Newark 2, N. ] 
Searchlight Committee 1959-1960 
BAUMGARTNER, G. R., General Electr Co 
Nela Park, Cleveland 12, Ohio 
Light Control and 
mittee, 1958-1960 
BAYHA, WALTER Bayha, Weir & Finato 
1045 Sansome St., San Francisco 1!, Calif 
1959-1960 


industries, Inc 


Equipment Design Com 


Chairman, Golden Gate Section 
BEACH, THOMAS F 
1102 N. Cherry, San Antonio 6 

Secretary Alamo Section, 1958-1959 
BEADLE, T. W Washington Water Power Co 
P. O. Drawer 1445, Spokane 10, Wash 

Chairman, Inland Empire Chapter, 1958-1959 
BEAGLE, H. S., Electrical 
Im 2 East End Ave New York 21! 

Finance Committee 1958-1960 


Southern Equipment Co 
Texas 


Testing Laboratories 
N. ¥ 
Luminaire 
Maintenance Subcommittee of the Roadway 
Committee, 1958-1959 
BEAR, W 8344 Lullaby 
City, Calif 
Historical Committee, 1958-1960 
BEEK, WALTER F B. C. Electric Co 
820 Pandora Ave Victoria, B. ¢ 
Island 


Lane, Panorama 


Secretary Vancouver Chapter 1958 
1960 
BELDEN STUART, American Bosch Arma 
Corp., Roosevelt Field, Garden City, L. 1., N.Y 
Light Sources Subcommittee of the Searchlight 
Committee, 1958-1960 
1958-1959 
BELL, SEYMOUR, Sarasota Electric Corp., 102! 
Central Ave., Sarasota, Fla 
Secretary, Florida Section 
BENTAMIN WARREN Oo Corning 
Works, Corning, N. Y 
Lirht Control and 
mittee 1958-1960 
BENNDORF, WILLIAM 
221 E. Camelback Rd 
Secretary, Arizona Section, 1°59-.1960 
BENNETI A 
Cockpit Lighting Subcommittee 


Searchlight Committee 


1959-1960 

Glass 
Equipment Design Com 
William Benndorf Co 
Phoenix, Ariz 


oft the Aircraft 
Lighting Committee, 1958-1960 
BENNETT, LLOYD 
Residence Lighting Forums Committee, 1958 
1959 
BENNING, B. I Graybar Electric Ce Im 
120 Lexington Ave New York 17, N. ¥ 
Committee on Sustaining Membership, 1958 
1960 


BENSON, B. S. JR., Benjamin Electric Mfg. Co., 
Des Plaines, Ill. 
Vice-Chairman, Papers Committee, 1959-1960 
Member, 1958-1959. 
BENZ, F. D. JR., Fred D. Benz Co 444 
Brannan St., San Francisco 7, Calif 
1959 Conference Executive Committee, 1958 
1959 
BICHER, J}. HENRY, General Electric 
Co., 1041 Rockland St., Reading, Pa 
Secretary, Eastern Pennsylvania Section, 1959 
1960 
BIESELE, R. L. JR., Shockley Transistor Corp., 
1117 California Ave., Palo Alto, Calif 
Daylighting Committee, 1958-1960 
Committee, 1958-1959 
BIRKHOFT ANDRE 1280 
Oakville, Ont 
Committee on Testing Procedures 
BLACK, LLOYD I Graybar Electric Co., In 
2601 Whitaker St., Savannah, Ga 
Chairman, Coastal Empire Chapter 
BLACKWELL, H. R., Institute for Research in 
Vision, Ohio State University, Columbus 12, Ohio 


Supply 


School 


Bridge Road 


1959-1960 


1959-1960 


Committee on Defense Coordinating 1958 
1960; Official Representative U. S$. National 
Committee of the International Commission on 
Illumination, 1959-1960 
Signal Lighting of the 
Committee, 1958-1959 
BLEECKER, ANTHONY I Philadelphia Elec 
tric Co., 211 S. Broad St., Philadelphia, Pa 
Subcommittee on Churches of the 
Committee, 1958-1960 
BLITZER, WILLIAM, Lightolier, 
Claremont Ave Jersey City, N. J 
Residence Committee, 1959-1960 
BLOIS, S. O., Pacific Gas & Electric Ce 245 
Market St., San Francisco 6, Calif 
1959 Conference 
1959 
BLYTHE, JAMES D., Indianapolis 
Light Company, 25 Monument Circle 
apolis 6, Ind 


Subcommittee on 


Aviation and Signal 


Institutions 


Tm 446 


Executive Committee, 1958 


Power & 

Indian 
Roadway Committee, 1958-1960 
BOCK, J. E., 6 Irving Road, Scotia 2, N. Y 

Committee on Testing Procedures, 1958-1960 
BOEHNING, A. W JR., 1841 Blvd, 
N. E., Albuquerque, N. M 

Chairman, New Mexico Chapter, 1958-1959 
BOGGS, J. C., U. 8. Army Engineer Research & 
Development Laboratories, Fort Belvoir, Va 

Subcommittee on Visibility of Targets and 

Sources of the Searchlight Committee, 1958 

1960; Liaison Representative, Searchlight Com 

mittee, 1958-1960. 

BOGHOSIAN, ERNEST, Dept. of the 
Bureau of Ships, Washington 25, D. ¢ 
Searchlight Committee 1958-1960 
Nomenclature Subcommittee of the Searchlight 
Committee, 1958-1960; Chairman, Public Con 
veyances-Interior Lighting Committee, 1958 

1959; Committee on Quantity and Quality of 

Illumination, 1958-1959; Marine Transporta 

tion Subcommittee of the Public Conveyances 

Interior Lighting Committee, 1958-1959 
BOOTH, WARREN, General Electric 
Co., 1260 Boston Ave., Bridgeport 9, Conn 

Sustaining Membership Committee, 1958-1960 
BOSWORTH, F 

Aircraft Lamps (Smal!) Subcommittee of the 

Aviation and Signal Committee, 1958-1960 
BOURDON, D. }., Amalgamated Flectric Corp 
Ltd., 677 Notre Dame Ave., Winnipeg, Man. 

Committee on Allied Arts, 1958-1959 
BOUVIER, J. J 

Aviation Lamps( Large) Subcommittee of the 

Aviation Ground Committee, 1958-1959. 
BOWEN, EDWARD F., City Electric 
P. W., City of Fresno, 2326 Fresno St 
Calif. 

Secretary, Yosemite Chapter, 1958-1960 
BOX, P. C., Barton & Associates, Inc., 600 
St., Evanston, Ill 

Roadway Committee, 1958-1960 

Subcommittee and Traffic Sign Lighting Sub 

committee of the Roadway Committee, 1958 

1959 
BOYD, R. A., Willow Run Laboratories 
sity of Michigan, P. O. Box 2008, Ant 
Mich 

Daylighting Committee, 1959-1960 
BOYDEN, ]. P., Westinghouse Electric 
$06 4th Ave., Pittsburgh, Pa 

1960 Conference Executive Committee 

1960 


Lomas 


Navy, 


Chairman, 


Supply 


Dept 
Fresno, 


davis 


Coordinating 


Univer 
Arbor, 


Corp 


1959 


1959 





BOYDEN, MRS. J. P., 
burgh 36, Pa 
1960 Conference Executive 
1960 
BOYLE, J. K., Tampa Electric Co., Tampa, | 
Secretary, Florida Section, 1958-1959 
BOYLEN ALFRED W Klieg! Bros 
0th St., New York, N. ¥ 
Lighting for School Theatres Subcommittes 


the Theatre-Television Committee, 1959-196¢ 


Wendover H 


Committes 


Theatre- Television Committes 1958-190 


BRADLEY, R. D Day-Brite Lighting Im 
5411 Bulwer Ave., St. Louis 7, Mo 

Chairman, Institutions Committee 
Testing Procedures 
| Quantity 


Committee on 
Committee on Quality ar 
1958-1960: School 


nation Committee 


1960 Maintenance Committee 195 
Chairman, Subcommittee on Practical G 
Photometry of the Testing Procedures 
mittee 1958-1960; Chairman, Study Pro 
( ot the 


1959-1960 


Testing Procedures Commit 
Study Project “B 
the Testing Procedures Committee, 1959-1960 


Subcom mittee 


Subcommittees on Guide for Interpretation ot 


Results Guide for Phot 


Fluorescent Luminaires 


lest Data and 
metric Testing of 
Practical Guide for 
and Guide for Determination and Specifica 
tion of Diffusion and Hiding Power { Fixtu 
Diffusing Materials of the Testing Procedur 
Committee 1958-1960 
BRADY I B General Precision Equipme 
Corp., 92 Gold St New York 38, N. ¥ 
Aircraft Lighting 


Signal 


Subcommittee on 
Aviation and 
Ground 


Committe 
Subcommittee of the Ay 
Signal Commiuttee 1958-1960 
BRAINERD, A. A., Star Route, Erw 
Davlighting Committee 1958-1964 
Committee 1958-1960; Maintenan 
tee. 1958-1960 
BRAMLEY, ¢ s General Electr 
Lexington Ave New York 22, N. ¥ 
Lighting for the Vidicon Camera Sub 
ot the I heatre-Television Committ 
1960 I heatre- Television 
1960 
BRASHER, ROBERTI Nunn Elect 
2425. Texas Ave., Lubbock 
Secretary, South Plains Chapter 
BRECKENRIDGE, F. ¢ Nationa 
Standards, Washington 25, D. ¢ 


Technical Secretary, Aviation and Sig 


Committee 


Texas 


mittee 1958-1960; Papers Committe: 

“0; Subcommittee on Aircraft Lighting an 

Subcommittee on Ground Signal Lighting 

the Aviation and Signal Committee, 1958-1961 

Subcommittee on 

Signal 
Westinghouse lectric Cory 


Pittsburgh 30, Pa 


Aviation and 
BREDAHL, A. ¢ 
Gateway Center 

Othcial Representative 

Connection with Handbooks of Interior 

ing Design, 1959-1960 
BREWER, ROBERT W Iowa Pub 
Co., Box 778, Sioux City, la 

Secretary, Cornhusker Section, 195 
BRIGGS, H IR 
Sixth Ave Pittsburgh 19, Pa 


Industry Comn 


Duquesne Light 
1960 Conference Executive Comn 
1960 
BRINKERHOFF, O. ¢ 
135 Sixth Ave Pittsburgh 19, Pa 
1960 Conference Executive Com 


Duquesne 


Goo 
BROCARD, MRS 
Education and Welfare 

Joint Lighting Survey 

Health Service Committee, 1958-196 
BRODEUR, A. C JR., Western Mass 
Electric Co., P. O. Box 10, West Sp 
Mass 

Membership Committee, 1959-196 

Service Committee, 1958-1959 
BROOM, M. f Southern College of Optom 
246 Union Ave Memphis, Tenn 

Chairman, Mid-South Chapter, 1959-196 
BROTZMAN, R. P., Philadelphia 
2301 Market St Philadelphia 3, Pa 

Roadway Committee, 1958-1960; General Light 
Subcommittee and Luminaire Mainte 
Roadway Commit 


IULA, Dept 
Washington 
IFS-US 


Source 
nance Subcommittee of the 
tee 1958-1959. 
BROL SSARD I G Westinghou 
Corp 3001 Walnut St Philadelphia 
Chairman, Philadelphia Section 


1959 


Brightness Measurements 


Signal Lighting of the 
Com mittee 1958-1959. 


BROWDER . @ Power Co 
Marietta St., N. W 


1959-1960 


Ceorgia 
Atlanta, Ga 
President Vice-President 1958 
1959; Chairman, Council Executive Committee 
1959-1960 Member 1958-1959 Ex-Officio 
Member of all Committees, 1959-1960; Ex 
Othcio Member of all 


1958-1959 


Technical Committees 
Chairman, Advisory Board to the 

President, 1958-1959 
BROWN, A. J., Rest-Glow Mfg. Co., Ltd., 5600 
Pare St., Montreal 9, Que 

Secretary, Toronto Section, 1959-1960 
BROWN, DONALD R., Crouse Hinds Co 
& 7th N. St., Syracuse I, N. Y 

Secretary, Central New York Section, 1959 
Recreational Areas Com 
mittee Service Station and Parking 
Areas Subcommittee of the Merchandising 
Committee 1958-1960; Outdoor Production 
Areas Subcommittee of the Industrial Commit 


Wolt 


1960; Sports and 


1958-1960 


« 1958-1960 
BROWN, L. H 
Cali 


School Committee 1958-1960 


Stanford University, Stanford 
Board of Fe 
lows, 1958-1960 
BROWN, R. B IR Boston Edison Co 18 
Tremont St., Boston, Mass 
Committee on Defense Coordinating, 1958 
1960 
BROWN, ROBERT W., Cincinnati Gas & Elec 
ric Co., Cincinnati, Ohio 
Vice-President, Great Lakes Region 
Activities 


1959-1960 


Regional Committee 1958-196 
National 


1959-1960 


Conterence Committes 


Allied Arts, 1958 


Technical 
Committee on 
1959 
BROWN 
ore St 


WALKER, Weld-Rite Ce 4417 Oak 
Oakland, Calif. 
Secretary, Diabolo Section 
BRUESEWITZ M H Electric 
Power Co., 231 W. Michigan St., Milwaukee, Wis 
Chairman, Milwaukee Section, 1958-1959 
BRUMBAUGH, KENNETH D Kenneth D 
Brumbaugh & Associates, 3128 Southgate Circle 


1959. 1960 


Wisconsin 


Sarasota, Fla 

Chairman, Florida Section, 1959-1960 
BRUUN, S. W., 626 Frederick St 
x. 3 


Ridgewood 


General Board of Examiners, 1958-1960 
BUCHANAN, CHARLES D 

tures of California 452 Shaw 
Francisco, Calif 


1959 Conference 


Fluorescent 
Road, So 
Executive Committees 
1959 
BUCHER, R. S., Philadelphia Electrical & Mfg 
Co., 1236 N. Sist St Philadelphia 21, Pa 
Roadway Committee, 1958-1960 
Roadway 


Coordinating 
Subcommittee ot the Committee 

1958-1959 
BLUELI k Northern 
Howe Avenue, Halifax, N. § 

Secretary B'uenose Chapter 1958-1959 
BLULI H s Michigan Ann 
Arbor, Mi« 

Davlighting Committee, 1958-1960 
BUNSON, M..B., United States Steel 
Homestead District Works, Homestead, Pa 
Practice 


Electric ( Ltd 


University of 


Corp 


Subcommitee of the 
1959-1960 


Recommended 
Industrial Committee, 
BURGESS, G. F., California Electric Power Cs 
2885 Foothill Bivd., San Bernardino, Calif 
Secretary Arrowhead Chapter 
Chairmar 1958-1959 
BURNARD, A. ¢ Box 86, St 
St. James, Man 
Chairman, Winnipeg Chapter, 1958-1960 
BLURNHAM, STANLEY I General Electric Co 
N. Wilkenson, Dayton, Ohio 
Secretary, Miami Valley Section 
BURNS, J. J., General Electric Co 61 Ea 
Paces Ferry Road N.E Atlanta 5, Ga 
Secretary, Georgia Section, 1958-1959 
BURSON ae Westinghouse Electric Cory 
410 Bush Se., San Francisco, Calif 


Committee 


1959. 1960 


James P. O 


1959.1960 


1959 Conference Executive 

1959 
BUSH, L. R., Bush-May & 
tree Pl., N.W Atlanta, Ga 

Progress Committee, 1958-1959 
BUTLER, GEORGE R Maple Street, Pitt 
ford, N. Y. 

Secretary, Rochester Sectior 
BUTLER, T. W., Hub Electric Co. Inc 2255 
W. Grand Ave 

I heatre- Television Committee 
BUTLER, W. J., B. C. Electric Co. Ltd., 970 
Burrard St., Vancouver, B. (¢ 

Secretary, British Columbia Section, 1959-196 


Associates 


1959-1950 


Chicago 12, Ill 


1958-1960 


BUTTOLPH, L J., 1 Columbia Ave., Cliffsiac 
Park, N. J 
Subcommittee on 


Hospitals of the Institu 


tions Committee 1958-1960 
BUZAN M MILTON, 
Im 5411 Bulwer Ave St 
Light 
ment Design Committee 
1958-1959; Industrial 


C 


Benjamin 


Day-Brite Lighting, 

Louis 7, Mo 
Control and 

1959.1960 


Equip 
Secretary 
1958-1960 


Vice-Chairman 


Committee, 


CAHILL, I J 
Des Plaines, Ill 
Joint Lighting 
Health Service 
CALLAGHAN, W. D 
fense, Royal Canadian Air 
and, Ottawa, Ont 
Subcommittee on 


Electric Mfg. Co., 


L.ES.-US 
1958-1960 


Survey Publi 
Committee 
Department National De 
Force, Victoria Is 
Lighting of the 
1958-1960 


Ground 
Aviation and Signal Committee 
CANNON, CECIL I Day - Brite 
44 Lith St. NE Atlanta, Ga 
Vice-President Southeastern 
1960; Regional 
1960. 
CARLSON, Ff I General 
Park, Cleveland 12, Ohio 
Chairman, Ground Aviation 
of the 
1960; 


Lighting Ine 


Region 1959 


Activities Committee 1959 


Electric Co Nela 


Large) 
Aviation and Signal Committee, 1958 
Committee 1958-1960 
1958-1960 


Lamps 


Searchlight 


Iheatre - Television Committee, 
Ground Lighting Subcommittee of the Avia 
tion and Signal Committee, 1958-1960; Light 
Subcommittee of the Searchlight 


1958-1959 


Sources 

Committee 
CARPENTER, E. H., Hampden Electric Supply 
Co., 158 Maple St., Springfield, Mass 

Secretary, Yankee Chapter, 1958-1959 
CARPENTER, WILLIAM P The Superior 
Electric Co., 83 Laurel St., Bristol, Conn. 

Chairman Connecticut 1959-1960 

Light Sources Committee 1958-1960 
CARR, JOHN Ff 
Mass 

Secretary, New England Section 
CARROLL, H. |! 
Co., 901 Hamilton St 

Subcommittee on 

Practice of the 

1959 


Section, 


54 Shiretown Road, Dedham, 
1958-1959 
Pennsylvania Power & Light 
Allentown, Pa 
Revision of Recommended 
Industrial Committee 1958- 
CARSON, T Blue Ridge 
Box 631, Kingsport, Tenn. 
Daylighting Committee 
CARSWELL, W. I 
ronto, Ont 


Glass Corp P.O 


1959-1960 

University of Toronto, To- 

Color Committee, 1959-1960; Subcommittee on 
Color of the 
1958-1959 

CARYL, ROBERI Donohoe & Caryl 

Road, Syracuse 9, N. Y 
Chairman, Central New York 
1960 

CASE, LEON, Savannah Electric & 

Box & Whitaker Streets, Savannah, Ga 
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Subcommittee on Churches of the 
Committee, 1958-1960 
MARKS, GERALD, Lighting 
Jackson Blvd., Chicago 4, Il 
Subcommittee on Revision of 
Problems 


Transportation 
Convevances 


Bivd., 


1959. 1960 


Institutions 
Associates, 53 W 


Advanced 


Lighting Design Course of the 
Education Committee, 1959-1960 
Committee, 1958-1959 
1958-1959 


MARRIET, F Benjamin Electrix 
Des Plaines, I! 


Membership 
Education Committee 


Mfg. Co., 


Committee Progress 


1958. 1960 


Residence 
Committee 
MARSH, (¢ 
University Park, Pa 
Subcommittee on Visibility Under Fog Condi 
tions of the Roadway Committee, 1958-1959 
MARXHEIMER, R. B., San State 
College, 1600 Holloway Ave San Francisco 27, 
Calif 
Roadway Committee 1958-1960 
MASON, H. E., City of Philadelphia 
Hall Annex, Philadelphia 7, Pa 
Secretary Roadway 1959-1960 
Member 1958-1959 Light 
und Tunnel and Underpass Subcommittees of 
the Roadway Committee, 1958-1959 
MATA, MRS JANICE Hunzicker Brothers, 
105 E. California, Oklahoma City, Okla. 
Secretary Oklahoma Chapter, 1958 
1959 


Pennsvyivania State University, 


Francisco 


10382 City 


Committee 


General Source 


Central 


1959 





MATHER, H. I Alberta Electrical 
Ltd., 10168 106 St., Edmonton, Alta 
Secretary, Edmonton Section, 1959-1960 
MAWSON, THOMAS, Mawson Gage Ltd., 619 
Chatham, Victoria, B. C. 
Chairman, 
1960 
MAZUR HENRY ].. Westinghouse 
Corp 106 4th Ave Pittsburgh 22, Pa 
Pittsburgh Section, 1959-1960 
McCANN, M. I 
1440 North Fourth St 
Sign 
McCARTHY, 
Power 
Secretary, W 
1960 
McCONNELL, A. J., 
Div. of General Motors, Detroit 
Subcommittee on Revision of 
Practice of the Industrial 
1959 
McCORMICK ( WwW 
Power Co., PO Box 2010 
Advance 


Supplies, 


Vancouver Island Chapter 1959 


lectric 


Secretary 


Everbrite lectric Signs, Inc 
Milwaukee 12, Wis 
1958-1960 


Lighting Committee 


WILLIAM J 
Corp 535 Washington 
New York 


Niagara Mohawk 
Buffalo, N. ¥Y 


stern Section, 1958 


Chevrolet-Central Off 
Mich 
Recommended 
Committec 1958 
Light & 
Hartford 1, Conn 
1958-1960: Na 


Connecticut 


Planning Committee 
tional Technical Conference Committee 
1960; Chairman 
1958-1959, 

McCORMICK, W. G 128 Byron Ave 

Ont 


1958 


Lighting Service Committec 
Ottawa 


Chairman, Ottawa Section, 1958-1959 
McCULLOCH, J. H., Independent 
1410 Pearl St Boulder 
Institutions Committee, 1958-1960 
Guide for 
ation of Diffusion and 
Diffusing 
Procedures 


Testing Lab 
Colo 
Chairman 


oratories, 


Subcommittee on 
and = Specifi 
Power of 


Determination 
Hid ne 
Materials of the 


1958-1960 


Fixture 
Testing Committe 
Practical Guide for 
Measurements and 
Guide for Photometric 
Luminaires of the 
1958-1960 


Subcommittee on Bright 


ness Subcommittee on 
Testing of Fluorescent 
Com 
Project C” of the 


Committee, 19 Mw 


Testing Procedures 
Study 


Procedures 


mittee, 

Testing 
Committee on Procedures, 1958-1960 
McCUTCHEON, ALAN J]., JR., San Diego Gas 
& Electric Co., 861 6th Ave San 
Calif. 

Secretary, San 


lesting 


Diego 1, 
Diego Section, 1959-1960 
McDONALD. ¢ J Multi-Flectric Mfg In 
4223 W. Lake St., Chicago, Il! 
Ground Lighting Subcommittee of the Avia 
tion and Signal Committee 158-1960 
McELMAN, W. F., Box 404, Moncton, N. B 
Chairman, Maritime Chapter, 1958-1959 
McFARLAND, R. B., 101 Van Ness Ave 
no, Calif. 
Committee on Allied Arts 
McFARLANE Ralph W Electric 
League, 1 Dock St., St. John, N. B 
Secretary, M.itime Chapter, 1959-1960 
McGOUGH, J. F., The Welsbach 
Walnut St., Philadelphia, Pa 
Roadway Committee 1958. 1966 I 
Maintenance 
Committee, 1958-1959 
McGREGOR, DOROTHY, B. ¢ Electric Co 
Ltd., 970 Burrard St., Vancouver 2, B. C 
Contributing Subcommittee on Home Lighting 
Data Sheets of the Publix 
1958-1959 
McINTOSH, W. G 
t a, B.C 
Chairman 
1959 
McKEAND 
7 W. Ist St 
Chairman 
McKINLEY 
Atlanta, Ga 
Committee on Allied Arts, 1958-1959 
McKINLEY, R. W Pittsburgh Plate Glass 
Center, Pittsburgh 22, Pa 
1958-1960 


Fres 


1958-1959 


SET VICE 


Corp., 1500 
iminaire 


Subcommittee of the Roadway 


tions Committes 


Road 


Songhees 


Vancouver Island Chapter, 1958 
JOHN F., c/o Gerald H 

Dayton 2, Ohio 
Miami Valley Se 


Howard, 657 Cresthill Ave. N.F 


Helmig 


tron 1958.1959 


(,ateway 
Office Com 
Subcom mittee 
Practice for 
Davlighting (¢ 


Davlighting Committee 

mittee 1958-1960; Chairman 
on Revision of Recommended 
Daylighting of the 
1958-1960. 

McKINNEY JOHN D 
s, Washington 25, D 


oOmmittee 


Bureau of Acronau 


Taxiway Lighting Subcommittee of 


Ground 
the Aviation and 
1960 


Signal Committee 1958 


1959 


McLAUGHLIN, JOHN J]., Kelso-Burnett Elec- 

tric Co., 223 W. Jackson Blvd., Chicago 6, Ill. 
Office Committee, 1958-1960; Light Control 
and Equipment Design Committee, 1959-1960 
Chairman, 1958-1959; Sustaining Membership 
Committee, 1959-1960; Chairman 
Section, 1958-1959 

McLEAN, B. M 


Parliament 


Chicago 


Ontario Education, 


Buildings, 


Dept. of 
Toronto, Ont 
School Committee, 1959-1960 
McMATH, IRWIN 
1401 Fulton St., 
Chairman 
McMICHAEL, 
Valdosta, Ga 
Chairman 
1959 
MAIZE, G. H., Duquesne 
Ave Pittsburgh 19, Pa 
1960 


Pacific Gas & Electric Ce 
Calif 


Chapter, 


Fresno 
Yosemite 1958-1959 


RAY \ Georgia Power Co., 


Suwannee River 1958 


Chapter 


Light Co., 435 Sixth 


Conference Executive Committee 1959 


1960. 
MEACHAM, J. A The 
101 Prospect Ave 

Inter-Society 


MEAD, LEONARD (¢ 
ford 55, Mass. 
Official Representative U. § 
mittee of the International 
Illumination, 1959-1960 
MEAKER, PHELPS 
Park, Cleveland 12 
Committee on 


Sherwin-Williams Co 
Ohio 
1959-1960 


Cleveland 1, 
Color Council, 


Tufts University, Med 


National 
Commission on 


Com 


General Electric Ce Nela 
Ohio 
Testing 1958-1960 


1958-1960 


Procedures 
Committee on Practice, 
Interpretation 
Photo 


Luminaires and 


Design 
Subcommittees on: Guide for 
of Test Data and Results 
Testing of Fluorescent 
Guide for Use of Photoelectric Portable Pho 
1937) of the Committee on Test 
1958-1960. 


Guide for 


metric 


tometers 
ing Procedures 
MEFHAN, ELIZABETH A., Philadelphia Elec 
tric Co., 211 S. Broad St., Philadelphia 5, Pa 
Residence 1958-1960 
Residential 
Publications 


Committee Chairman 
Data Sheet 
Committee 

Training Outline of the Residence 
1958-1959 


Subcommittee of the 
1959-1960; Subcom 
mittee on 


Committe 
MEISSNER, O. W 
251 City Hall, Los 

Roadway 

T rath« 

Roadway 
MEYERS, G. A 


75 Sylvan St 


Bureau of Street Lighting 
Angeles 12, Calif 
1958-1960 Chairman 
Subcommittee of the 


1958-1959 


Committee, 
Lighting 
Committee, 


Sign 
Svivania Electric Products Inc 
Mass 
Procedures, 1958-1960 
Subcommittee on Guide for Elec 
Measurements of Flu 
Testing 
Chairman, Subcommit 
Method of Measurement of 
Starting of the 
1958-1960 


Danvers 
Committee on Testing 
Chairman 
trical and Photometric 
Lamps of the Procedures 


1958-1960 


orescent 
Committee, 
tee on Guide for 
Testing 


Fluorescent Lamp 


Procedures Committee Chairman 
Project B” of the 


1959-1960 


Study lesting Procedures 
Subcommittees on 
Portable Pho 
Interpretation 
Testing Pro 
Study Project 
Procedures Committes 
Guide for Life 
Lamps of 


Procedures Committee, 1958-1959 


National Research 
Ottawa 2, Ont 


Committee, 
Guide tor of Photoelectrit 
1937) and Guide for 
Data and Results of the 
cedures Committee 1958-1960 
\ of the 


1959. 1960 


tometers 


of Lest 


Testing 
Subcommittee on 
Fluorescent 


Performance Testing of 


the Testing 
MIDDLETON, W. I kK 
Council of Canada, Sussex Drive 


Ground Signal Lighting Subcommittee of the 


Aviation and Signal Committee, 1958-1960 
MILES, |! ( Pittsburgh Plate 

Gateway Center, Pittsburgh 22, Pa 
1958-1959 


Glass Co 
Daylighting Committee 
MILLER ANDREW D 1122 
5, Ont 
Chairman, Ottawa 
MILLER, CARMAN D 
135 Sixth Ave 
Vice-President, 
1960 


Bedbrooke St 
Ottawa 


Section 1959. 1960 


Duquesne Light Co 
Pittsburgh 19, Pa 

Fast Central Region 
Vice-Chairman, 1960 Conference 
1959-1960 Activities 


Technical 


1959 
Execu 
tive Committee 
1959.1960 


Regional 
National 
1959.1960 


Committee 
Committee 
MILLER, D. ¢ 
Park, Cleveland 12 
Subcommittee on 


Conference 


General Electric Co Nela 
Ohio 
Aircraft 


Aviation and Signal Committee 


Lighting of the 
1958-1960 


MILLER, GLADYS, Henry Holt & Co. Inc., 530 

Fifth Avenue, New York 36, N 
Inter-Society Color Council, 
committee on Revision of 
Lighting in Modern and 
teriors” of the Residence 
1960. 

MILLER, JAMES Q 

W. Western Ave., Muskegon, 
Secretary, Western 
1960 


MILLER, LOWRY B 
15 Park Ave So., 
Chairman, 
1960; Secretary 


MILLIKEN, CHARLES S&., 
Corp., Burbank, Calif 
Aircraft Interior Lighting 
the Aviation and Signal Committee 
MILLS, F. B., Sheraton Corp. of 
Atlantic Ave Boston, Mass 
Subcommittee on Hotels of the 
1958-1959 


1959-1960; Sub 
“Contemporary 
Traditional In 
Committee, 1958 


Consumers Power Co., 376 
Mich 

Michigan Section, 1959 
Florida Power 
Winter Park, Fla 
Central Florida Chapter 
1958-1959 


Corp., 


Lockheed Aircraft 


Subcommittee of 
1958-1960 


America, 470 


Institutions 
Committee 
MINORS, C. R., 
1719, Atlanta, Ga 
Roadway Committee 
Maintenance 


Georgia Power Co., P.O. Box 
1958-1960; Luminaire 
Subcommittee Traffic Safety 
Handbook Subcommittee 
1958-1959 


Subcommittee and 


of the Roadway Committee, 


MITCHELL, J. DIXON, 
Corp., 5071 Peachtree 
blee, Ga 

Director 


Flectric 
Cham 


Westinghouse 
Industrial Blvd., 
1958-1960 Plan 
Tech 
Light 


Advance 
National 
nical Conference Committee, 1958-1960 
1958-1959. 


Chairman 


ning Committee 1958-1960 


Committee 
MITCHELL, J. G., Grant 
Payne Ave Cleveland, Ohio 
Cleveland Section 
MOESTA, F. E. JR 
nating Co P.O. Box 
Roadway 
Program and 
Roadway 
Lighting 
ard Practice 


ing Service 


Electric Co 4016 


Chairman 1959-1960 


Iilumi- 
Ohio. 
Chairman, 
Subcommittee of the 
1958-1959 


Cleveland Electri« 
5000, Cleveland 1 
Committee, 1958-1960; 
Publicity 
Committee, Roadway 
Stand 


Roadway 


Principles Subcommittee and 
Subcommittee of the 
1958-1959 
Mole-Richardson Co., 
Hollywood 38, Calif 
1958-1960; Nomencla 
Searchlight 


Committec 
MOLE, PETER 
Sycamore Ave 

Searchlight 

ture Subcommittee of the 
1958-1959 


937 No. 


Committee 
Com 
mittee, 
MONAHAN, T. I., Naval 
New York Naval Shipyard 
Chairman, Searchlight 
Member, 1958-1959; 
mittee of the 
1959 
MONKKI 
Ohio 
Committee on 


MONTCALM, 


233 Dunbar 


Material Laboratory, 

Brooklyn 1, N 

1959-1960 
Subcom 


1958 


Committee 
Nomenclature 
Searchlight Committec 
ONNIE, 7113 Euclid Ave., Cleve 
land, 
Allied Arts, 
YVAN, Powerlite 
Montreal, Que 
Montreal Section, 
Naval 
Base 


1958-1959 


Devices, Ltd., 


Chairman 


MOODY, J. A., LIT 
Laboratory, 


1958-1959 
Medical Research 
Submarine New London 
Conn 

Marine 

Public 

mittee 

MOORE, M. B., 425 Longview 
ville, S. ¢ 

Committee on 
MOORE, W.G 
Boyer St., Montreal, Que 

Secretary, Montreal Section 
MORBITO JOSEPH, Kent 
Kent, Ohio 

Committee on Allied Arts, 
MORE, HERBERT R Klieg! 
‘21 W. 50th St., New York 19 


I heatre-T cievision 


MORIN 
Co, Ltd 
Chairman, “St 

1960 Secretary 
MORRIS, ROBERT W General 
Nela Park, Cleveland 12, Ohio 

Vice-Chairman, Publications Committee, 1959 

1960 Member 1958-1959 Committee on 

Handbook Revision, 1958-1959 


Transportation Subcommittee of the 


Convevances - Interior 


1958-1959. 


Lighting Com 


Terrace, Green 


Allied Arts 


1958-1959 


Flectrolier Mig. Co. Ltd 849 


1958.1960 


State University 


1958-1959 
Bros 
N. ¥ 


1958-1960 


Lighting 


Commiitec 

JTFAN PAUL, Canadian Westinghouse 

415 Craig St., West, Montreal, Que. 

Maurice Valley Chapter, 1959 
1958-1959 


Electric Co 
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MORRIS RUTH (« 
Marietta NW Atlanta 
Committee on Residence 


‘st 
1958.19590 

M A 
eveland 12 
Aircraft I 
Aviation 


ttee 


MORTENSEN 
Nela Park, ¢ 


Chairman 


Ohio 
amps (Sma 
Signal 
Aircraft 


Signal 


mittee of the and 


” “ Subcomn ” 


ne of Aviation and 


| 


he 
io) 
MORTON A. R 5. G 
Lid ‘ Ave 

Secretary Forest (¢ 


1958-1959 


Chipman & ¢ 


Queens London, Ont 


ty London 


Potomac 


Wash 


AROLINE B 
Ss. NW 
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Db. ¢ 

Contril 
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tee 1958 
MOWREY 
to 
Wa 

Day 


RNING ‘ 
Power Co., 929 FE 


Subcommittee Home 
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ng Sheets 
1959 

I Ww American. Saint 

Window Div { 
Turtle Pa 
Committee 
Revision of 
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1960 
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American 
Highway 


} 
Penn 
1958 
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the Day 


ghiing 


on mmended 


Day 


mittee 
tice for ghting 
mittee 1958 
MUCHA JOHN Phil phia_ Elect 
Mig. Ce 1236 N. Sist St., Philadelp! 
Service Areas 
ng Committe 


umd «=—Parking 
Merchandis 


Station 
mittee of the 


1 GO 
MULLIS, W. fF 
Searchlight ¢ 

MURPHY ROBERT 
{ N. Y. ine 4 Irv 


Om ittes 1959. 1901 


ng Place 


Residence ( 


MURRAY, W. I 
and Power, Box 
lif 


mmittee, 1959. 196 
Dept. of 


604 


Angeles 
Terminal Annex 
gele 

Test 
MYRA 
Co., He os 

(har 


‘rocedures Committee 


Maritime Telegrap 
Halifax, N. § 
Chapter 


eet 


Bluenose 


Roadwa 


Lighting Principles 


Subcommittee 


1958-1959 


W 


Committee 


M Co 


Roadway 
NEAI I 
N.Y 


Ass rks 


ning G 


Guide f 
roury Sod 


Me 


ghting I 


um af 
uminaires; Guid 
of Flue 
Dete 
ad Hiding 


Materia!s 


Testing wescent 
Ceuide tor 
{ Diffusion ar 
Diffu 
Com miittec 1958-1960 


Photomet 


ind 
Pow 


rmination 
ne 
m C-uide tor 
Lum 
ne Pre 
JOHN J 
Meriden 


ttee on 


Street Lighting naires of ti 
' n Test 
NEIDHART 


St 


1958.1 


Mille 


cedures 
I he 
Conn 


99 Center 


Chairmar Quality 


Quantity of I 


umination 58.1960 


( nimittee 1959. 1964 Chairman 


Committee 1958. 19081 


1958-1960: Design Practice 


Advance P! 


958.1960 Inning 
' ttee iv ; ty 
NETHERTON, J]. ¢ 
Tulsa, Okla 
Chairman 
NEU, R. J., R 

Philadelphia Pa 
Sian Lighting Committee 
NEUWIRTH, LOUIS, Stadler 
Fast New York, N. ¥ 
Residence Committee, 1958-1959 
NEVIN ROBERT A Sargent Webster 
shaw & Folle 2112 Erie Bivd., E 
N. ¥ 
Allied A 
NEWELL, J. K 
Lighting Dept 
Subcomm 
Aviation and § 


JR 


Haas 


Secti« 
hm & Washington 
1958 
Neuwirth 


1960 


tth St 


Syracu 


1958-1959 

General Electric Co 
Hendersonville, N. ¢ 
Ground Lighting of 
ommittee 1958 


Committee 


ttee oF 


ar c 


18 Personnel Indea 


Lighting fF. 


General Electr 


Comm 


m 


Cor 


WwW 


iN 


rums 


Subcom 


Committee 


ght 


(tee 


pany 


Chapter 


Elec 


ngton 


git 
mit 


C-obain 


Subcon 


ater 


An 


Photometri« 
ad Incandes 


for 


Lun 


Spe 


' 


Hand 


Oo 
Ce 
{ 


44th 


I 


se 


19 


fhice 
mm 


ym 


St 


Square 


me 


Cren 


bs] ; 


Outdoor 


the 


Arca 


Service 
Aviation 


Lighting Subcommittes 
Committee, 1958 


Ground 
of the 
1959 
NEWHOUSE 
Co., 15 So 
Chairman, 
NICKERSON 
Cotton 


Signal 
Northern States Power 
Minn 
1959-1960 
Dept. of Agri 
Washington 25, 


JOHN ¢ 
hth, Minneapolis 2 
Iwin City Section, 

DOROTHY, U. 5 
culture Division, A.M.S 
dD. ¢ 

(Chairman 

of the Light Sources Committec 
NIX, RALPH P 
(« P. O. Box 1106 

Secretary, Ark-La 
NOFFSINGER, L. R 
Bureau of 
Washington 25 


Color Rendition 
1958-1960 


Subcommittee on 


Southwestern Electric Power 
Shreveport, La 

1959-1960 
Equipment 


AE-821 


Tex Chapter 

Airborne Di 
Acronautics Navy 
dD. ¢ 

1958-1960; Chairman, 
on Visibility of Targets and 
Searchlight Committee, 1958- 
Su bcommittec 
1958 1959 


618 N. 58th 


Vision 
Dept 
Searchlight 
Subcom mittec 
of the 
Nomenclature 


Committee 


Sources 
1959 of the 
Searchlight Committee 
NORLAND, JOHN FE 
Duluth 4, Minn 
Secretary, Twin 
NOWELI J. G 
Man 
Secretary 


Ave., East 


1958-1959 


St 


Ports Chapter 


440 Lindsay Winnipeg 


Winnipeg Chapter, 1958-1959 
NURNBERGER, LEWIS I 
Co., 821 Hastings St 

Western 


Consumers Power 
City, Mich 


Michigan Section 


Traverse 
man 1959 
THOMAS, ¢ 
Ont 


madian Broadcasting C« 
| oronto 
I heatre 
NYLUND 
Grand Ave 


Chairman 


Il elevision Committee, 1958-1960 
ERIC G Nylund 
Duluth Minn 


Ports Chapter 


e) 


Law Wilson, P. 
Hawaii , 
1958-1960 


Electric, 


I win 1958.1959 


OBERHAUSEN, J. J and Oo 
Box 3 Honolulu 11 

Roadway Committee 
O'BRIEN, P. F 
24, Calif 


Daylighting ¢ 


n 
30 


University California, Los 
Angeles 
mmittee, 1958-1960; Nomen 
1958-1960 
Potomac Electric Power 
Washington 4, D. ¢ 
Secretary, Capital Section, 1959-1960 
ODLE, H. A., Holophane 
wood Ave Newark, Ohio 
Design Practice Committee 
OLSCHNER, P.Q 
410 N. 7th St., Ste 
Secretary 
OLSEN 
Co., 525 F 


Su be 


ature Committee 
O'DANIEL, C. E 
29: ~E St... N. W 


Cx 


Company, Inc., Oak 


1958-1960 
Westinghouse Electric Corp 
Louis, Mo 
Section 

Rambusch Decorating 
Ave., Philadelphia 19, Pa 
Churches of the Institutions 


St. Louis 1958-1959 
HENRIK W 
Wadsworth 
ttee 


omn on 


1960 


TER 


Committee 1958 
O'MEARA, WAI 
0 Rockefe 


tre lelev 


National Broadcasting 
ler Plaza, New York, N. Y 
sion Committee 1958 
Vidicon ( 


Television 


196t 
ghting for 


< I heatre 


the amera Subcommittee 


f Committee 1959 
960 
O'NEILI DANIFI J Co Inc 
342 Madison Ave New 
Industrial Committee 
Recommended Practice 
Committee 

Areas 
dustrial Committee 
ORR, MAX D 
N. Western Ave 
inance Committee 
Committee, 1958-19 
ORTLIEB, O. P f 
Trenton, N. J 
Roadway ( 
T rath 
Roadway ( 
OSBORNE, H. W 
Bu flak 1801 City 
Roadway 
Lig 


n 1958 


Holophane 

York 17, N. ¥ 
1958-1960 Chairmar 
of the 
Outdoor 


the In 


Subcommittee 


Industria 1958-1960 


Production Subcommittee of 


1958.1960 

Advance Transformer Co., 295( 
Chicago 18, Ill 
1959-1960 


Membership 


Hall 


Trenton, City 


1958 Chairman 


of the 


ommittee 1960 
Lighting Subcommittee 
1958-1959 
Division of 
Hall, Buffalo 2, N. Y 
Committee 1958-1960: Traffic 
of the Roadway 


Safety 
ommiittee 
Safety, ¢ of 
Sign 
Com 


hting Subcommittee 


1959 


P 


General 


PAGE, AILEEN M 

Park, Cleveland 12 
Residence Lighting 
tributing Subcommittee 
Data Sheets of the 


1958.19059 


Electric Co., Nela 


1959-1960: Con 
Home Lighting 
Publications Committee, 


Forums 


on 


PALIUS, K.(M 
7 W. 66th St., New 
Cheatre- Television Committee, 1958-1960; 
Lighting for the Vidicon Camera Subcom 
mittee of the Theatre Committee, 
1959. 1960 
PALMER, H. J 
Orpheum Electric 
Chairman, Cornhusker 
PALMER, R. J., The Detroit Edison 
North Center St., Northville, Mich 
Roadway Committee, 1958-1960 
Maintenance Subcommittee of the 
1958-1959 


American Broadcasting Coy 


York, N. Y. 


Television 
JR., lowa Public Service Co 
Bldg., Sioux City, Ia. 
Section, 1959-1960 


Co., 


200 


Luminaire 
Roadway 
Committee, 
PALMER, ROY A., Duke 
2178, Charlotte, N. C. 
Fducation Committec 
Allied Arts, 1958-1959. 
GLENN E., 
Road, P. O 


Power Co., P. O. Box 


1958-1960; Committee 
on 
PARK, 
Tuckaseegec 
N. ¢ 
Committee 
1958-1960 
PARKER 
W. 9th St., 
Secretary, 
1960 
PARKS, E. FE 
Church St., 


Electric Co., 1001 
2144, Charlotte 1, 


General 
Box 


on Constitution and Procedures, 


Associates, 114 


JAMES E., Parker & 
Pueblo, Colo 
Southern 1959 


Colorado Chapter 


Nashville Electric Service Co., 
Nashville, Tenn 


Maintenance Subcommittee 
1958-1959 


O05 


Luminaire of the 


Roadway Committee, 


PARKS, L. G., Ebasco 
St.. New York 6, N. Y¥ 
Chairman, Industrial 
Committee on Quality 
mination, 8-1960; Official Representative, 
ASA Committees All and Z62, 1959-1960 
PARSONS, J. F., Niagara Mohawk Power Corp., 
535 Washington St., Buffalo 3, N. Y 
School Committee, 1958-1960 
Electric Lighting Design Subcommittee of the 
School Committee, 1958-1960; Chairman, Joint 
Lighting Survey IES-U.S Public Health 
Service) Committee, 1958-1960; Subcommittee 
Revision of Advanced Lighting 
Problems Course” of the Education Committee 
1959-1960; Education 1958-1959 
Committee on Allied Arts, 1958-1959 
PARTRIDGI K. I the Hartford Electri 
Light Co., 176 Cumberland Ave., Wethersfield 
Conn 
Roadway 
Maintenance 


Services, Inc 2 Rector 
Committee 1958-1960 
and Quantity of Illu 


195 


Chairman 


on Design 


Committee 


958.1960 


Luminaire 
Roadway 


Committee, | 
Subcommittee the 


Committee, 1958-1959 
PATTERSON, GALE H., General 
ply Co., 1429 18th St., Denver 17 
Chairman, Rocky Mountain Section 
PATTERSON, GEORGE R., 4776 
Ave Memphis, Tenn 
Secretary, Mid-South Chapter 
PAUGH, R. L., General Electric 
land 12, Ohio 
Runway 
and 


Electric Sup 
Colo 
1959-196 


Welchshir« 


1959-1960 
Co., Nela Park 
Cleve 
Lighting Subcommittee of the 
1959-1960 


Ground 
Av 
Ground 


ition Signal Committee 
Taxiway Lighting Subcommittee of the 
Aviation and Signal 1958-1960 
PAUL, ELLIS E., Howard, Needles, Tammen & 
Bergendoff Church St., New York 7, N. ¥ 
Roadway Committee, 1959-1960; Official Rep 
National Research Council — High 
Board, 1959-1960; Chairman 
on Visibility Under Fog Con 
tions of the Roadway Committee, 1958-1959 
High Speed, Density 
of the Roadway 
PAYNE, LUCILLE 
Drive, Dallas 
Residence 
1959 
PEAKE, T. 7 
230 Spring St., N 


Committee 
Qa 
resentative 


Research 


Subcommittee 


way 


Highways Subcommittes 


Committee, 1958-1959 


Payne Associates, 9893 Mixon 


Texas 
Commitice, 1958 


Lighting Forums 


Atlanta Electrical League, In 
Ww Atlanta 3 


Residence 


Georgia 
Committee on Lighting Forums 
1958-1959 
PEDDY, OLEN 
P. O. Box 1360, Albuquerque, N 
Chairman, New Mexico Chapter 
PEEK, S. € Svivania Electric 
Boston St Mass 
Aviation Lamps (Large 
Aviation Ground Committee 
PELKONEN MARY 
211 Fulton 


Public Co. of N 
M 
1959-1960 


Products, Inc., 


M., 


Service 


60 Salem 
Subcommittee of the 
1958-1959 
Island Lighting 
Hempstead, L. I., 


Long 

Company Ave 

N. ¥ 
Committee 
1958-1959 


on Residence Lighting Forums, 


1959 





PENAFEATHER, J. € 745 So. 90 East Ave 
Tulsa, Okla. 
Secretary, Oil 
Committee on 
PENNOW, W. A. 
1216 W. 58th St., Cleveland |, Ohio 
Searchlight Committee, 1958-1960; Ground 
Lighting Subcommittee of the Aviation and 
Signal Committee, 1958-196% Nomenclature 
Subcommittee of the Search!ight Committes 
1958-1959. 
PERKINS, EUSTACE J., 182 
Weymouth, Mass 
Membership Committee 
PERKINS, M. H., Southwestern Gas & Electric 
Co., 122 E. Broad St., Texarkana, Ark 
Chairman, Ark-La-Tex Chapter, 1958-1959 
PETERS, H. J., 323-84th St., Brooklyn 9, N. Y 
Secretary, New York Section, 1958-1959. 
PETERSON, DONALD H., 
Optical Co., Rochester 2, N. Y 
Searchlight Committee, 1958-1960; Chairman 
Optics Subcommittee of the Searchlight Com 
1958-1960; Nomenclature Subconmit 
tee of the Searchlight Committee, 1958-1959 
PETERSON, EDWARD I Edward I 
Co., 709 Bank of America Bldg., San Diego |! 
Calif 
Chairman, San Diego Section, 
PHILLIPS, D. R General Electric Co Nela 
Park, Cleveland 12, Ohio 
Maintenance Committee, 1958-1959 
PHILLIPS, WILLIAM J., Nova Scotia Light & 
Power Co., Ltd., P. O. Box 848, Halifax, N. § 
Chairman, Bluenose Chapter, 1959-1960 
PIERCE, DEAN M., Lockheed Aircraft 
P. O. Box 551, Burbank, Calif 
Chairman, Cockpit Lighting Subcommittee of 
the Aircraft Lighting Committee 
PIERCE, RALPH, Levin, 
aditlac Tower, Detroit 26 
Ground Taxiway Lighting 
the Aviation and Signal Committee, 1958-1960 
High Speed, Density Highways 
of the Roadway 1958-1959 
PLOWMAN, BLAIR 
Company, P. O. Drawer 


Section 1959-1960 
1958-1959 


Capital 
Allied Arts, 


Westinghouse Electric Corp 


Pond St., South 


1958-1959. 


Bausch & Lomb 


mittee, 


Peterson 


1959-1960 


Corp 


1958-1960 


Pierce & Wolf, 28 
Mich 


Subcommittee of 


Subcommittee 
Committee, 
The Washington Water 
Power 1445, Spokane 
Wash 
Roadway Committee 
POEHLING, H. J., E. H. Laugh & 
1501 Hampton, St. Louis 10, Mo 
Membership Committee, 1959-1960 
POMON, JACK D., Pyle National 
1334 N. Kostner St., Chicago 51, Ill 
Committee on Testing Procedures, 1958-1960 
Subcommittees on: Guide for Photometri« 
Testing of Floodlights of 10-160° Total Beam 
Spread 1950 and Guide for Photometric 
Testing of Mercury, Sodium and Incandescent 
Lighting Luminaires of the 
Procedures Committee, 1958-1960 


POWELL, H. W 107 


l exas 


1958-1960 


Associates 


Company 


Street Testing 


Fairmount Amar 
Chairman, Panhandle Chapter, 1958-1959 
POWERS, Ff J 
Co., 209 W. General Robinson St 
Pa 

1960 Conference 


Westinghouse Electric Supply 


Pittsburgh 


Executive Committee 
1961 

PRACEIJUS, W. GLENN 

2800 N. W. Nela, Portland 
Secretary, Oregon Section 

PRATT, EDMUND W.., Detroit 

2000 Second Ave., Detroit, Mich 

Section 


Cenera 
Oregon 
1959-1960 
Fdison Co 
Chairman, Michigan 1959-1960: Se 
retary, 1958-1959 
PREECE, W. R., JR 
ad Co Bk O Ra 
taltimore 1, Md 
Production 
the Industrial Committee 
PRESBREY, PRISCILLA 
Corp., Bloomfield, N ] 
Committee on Testing 
Nomenclature Committee 
Subcommittee on Guide for Investigation 
of Methods and Techniques of Measuring and 
Reporting Tests of Reflector 
the Testing Procedures Committee 
Chairman, Subcommittee on Guide for Life 
Performance Testing of Fluorescent Lamps of 
the Testing Procedures Committee, 1958-1960 


Baltimore & Ohio Ra 
road Bldg Rm. 609 
Areas Subcommittee 


1958-1960 


Outdoor 


Westinghouse 


Procedures, 1958-1960 
1958-1960 Chair 
man 
Type Lamps of 


1958-1960 


1959 


Electrical & Pho 
Fluorescent Lamps 
Committee, 1958 


Subcommittee on Guide for 
Measurements of 
of the Testing Procedures 
1960; Official Representative ASA Committees 
C42; Yi0; Yi4; Y32; and Z58, 1959-1960; 
Subcommittee on Measurement of Performance 
Characteristics of Portable Lamps of the 
Residence Committee, 1958-1959 
PRESENT, ROBERT J 743° =ON 4th St 
Milwaukee, Wis. 
Chairman, Milwaukee Section, 1959-1960 
PRESTON, R. ¢ 
Ground Seadrome Lighting Subcommittee of 
the Aviation and Signal Committee, 1958-1960. 
PRETZMAN, R. J., Raub Supply Co., 
Mulberry St., Lancaster, Pa 
Chairman, Eastern Pennsylvania Section 
1959. 


tometric 


James & 


1958 


PRISK, ¢ w., t S. Dept. of Commerce 
Bureau of Public Roads, Washington, D. ¢ 
Iraffic Sign Lighting Subcommittee of the 
Roadway Committee, 1958-1959 
PROJECTOR, T. H., 3304 Edgewood Rd 
Kensington, Md. 
Searchlight Committee 
Testing 
Committee, 
Aircraft Lighting of the 
and Signal Committee, 1958-1960 


Chairman 
Procedures of the 
1958-1960; Subcom 


1958-1960 
Subcommittee on 
Searchlight 

Aviation 
Nomencla 
Com 


mittee on 
ture Subcommittee of the Searchlight 
1958-1959. 

LUKE A., Kopp 
Swissvale 18, Pa 
Testing Procedures 
Guide for 
Sodium and Incandescent 
Photo 
Total 
Guide to 


mittee, 
PROVENZANO, 
2108 Palmer St 
Committee on 


Glass, Inc 


1958-1960 
Subcommittees on Photometric 
Testing of Mercury 
Street Lighting Luminaires; Guide for 
Testing of Floodlights of 10-160 
Spread 1950 Practical 
Practical Guide to Colorimetry of 
Bright 
Committee on Test 


metric 
Beam 
Photometry 
Light Sources and Practical Guide for 
ness Measurements of the 
1958-1960 

Doubleday Hill Electric Co 
22, Pa 


cutive ¢ 


ing Procedures 
PROVOST, G. W 
10 7th St., Pittsburgh 

1960 
1960. 
PUCKETT, P. J., Westinghouse Electric 
“Ol St. Paul Place, Baltimore 2, Md 
Marviand Section, 1958-1959 


Conference FE» mmmittec 1959 


Corp 


Chairman 
PURCELL, ¢ J}., G15 
City 13, Mo 

Secretary, Heart of 
PURDUM, STANLEY W 
Company, 211 S. Broad St., 

Secretary, Philadelphia Section 
PUTNAM, R. ¢ Case Institute of 

9900 Euclid Ave., Cleveland 6, Ohio 
Education Com 


West 70th St Kansas 


America Section, 1959-1960 
Philadelphia Electri« 
Philadelphia 5, Pa 
1959.1960 

Technology 


School Committee, 1958-1960 


mittee, 1958-1960; Hospitals Subcommittee of 
the Institutions Committee 
PUTTERMAN, ROBERT, R.A 


1101 San Jacinto, Houston 
Secretary, San Jacinto Section 


R 


RADFORD, GRANT N.., Pacific Gas and I 
Co., 1625 Clay St., Oakland 12, Calif 
Chairman, East Bay Section, 1959-1960 
RAE, G. G Holophane Company Inc 
Madison Ave., New York 17, N. Y 
Othice ( 1958-1960; Vice-Ch 
Committee, 1958-1959 
RAMBUSCH, EDWARD, Rambusch Decorating 
Co., 40 West 13th St., New York Il, N. ¥ 
Medal Award Committee 1959-1960 All 
Arts Committee 1959-1960; Chairman 
of Fellows, 1958-1959 
RANSFORD, ] 
Cockpit Lighting Subcomonittes 
Lighting Committee, 1958-1960 
REAMS, LUTHER S&., Yarmoutl 


mond 25, Va 


1958-1960 
Putterman Co 
lexas 

1959-1960 


ommiuttec 
Store 


1958-1959 
Reed & Co 


Secretary, Virginia Section 

REED, LLOYD § I s 

Lawrence, Denver 4, Colo 
Vice-President, Inter-Mountain 
1960 Activities 


Rocky 


Region, 1959 
Committee 1959 


Mountain 


Regional 
Chairman 
1958-1959 
REED, R. H., Robert F 
Station 


1960 Section, 
White and Ass« 

6 Jersey, College lexas 
Davlighting Committee, 1958-1460 


REID. KIRK M., General Nela 
Park, Cleveland 12, Ohio. 
Past President, 1958-1960; 
tion, 1958-1960; Medal 
1958-1960; Chairman, 
quarters Retirement Pension 
Chairman, Task Committee on 
nancing, 1959-1960; Advisory 
President, 1958-1959 
REINHARDT, HARRIS, 
Products Inc., 730 Third 
N. ¥ 
Nomenclature Committee 
REINHART, N. J., 5627 Colburn Road 
apolis 8, Ind 
Chairman, Indiana Section, 1958-1959 
RESNICK, §&., lt S. Army — Ordnance 
Picatinny Arsenal, Denver, Colo. 
Searchlight Committee, 1958-1960; Nomencla 
Subcommittee of the Searchlight Com 
1958-1959 


Electric Co., 


Board of Nomina- 
Award Committee, 
Trustees, IES Head- 
Plan, 1958-1960; 
Research Fi 
Board to the 


Electric 
York 17 


Sylvania 


Ave., New 


1958-1960 


Indian 


Corp 


ture 
mittee, 
REX, ¢ H., General Electric Co 
Lighting Dept., Hendersonville, N. € 
Roadway Committee, 1958-1960; Chairman 
Roadway Lighting Principles Subcommittee of 
the Roadway Committee, 1958-1959; Subcom 
Research; Interchange with Foreign 
Groups; High Speed, Density Highways; Visi 
bility Under Fog Conditions and Standard 
Practice of the Roadway Committee, 1958-1959. 
REYNOLDS, JAN, Sylvania Electric Products 
Inc 1740 Broadway, New York 19, N. Y 
Residence Committee, 1958-1960; Subcommittec 
on Revision of 
Modern and 
Residence 


Outdoor 


mittees on 


Lighting in 

Traditional Interiors,” of the 

1958-1960; Review Sub 

Home Lighting Data Sheets of 
the Publications Committee, 1958-1959; Sub 
committee on Measurement of Performance 
Characteristics of Portable Lamps of the 
Residence Committee, 1958-1959 

REYNOLDS, RICHARD A., Crouse-Hinds Co 

10L N. 33rd St., Philadelphia 4, Pa 
Chairman, Eastern Pennsylvania Section 
1960; Secretary, 1958-1959 


Contemporary 


Committee, 
committee on 


RICHARDSON, W. FE 
730 Third Ave New 


I heatre- Television 


RICKER, E. R., New Jersey Turnpike Authority 

Route New Brunswick, N. ] 
Subcommittee on Visibility Under 
tions of the Roadway Committee, 


RISSER, ARTHUR (¢ Architect, 1534 
and Ave., Wichita 3, Kans 

I heatre I clevision Committec 
IES-‘SMPTE Recommended Prac 
ce Subcommittee of the Theatre-Television 

1959-1960; Lighting for School 
Subcommittee of the Theatre-Tele 
1959-1960 


Jaros, Baum and Bolles 
York, N. Y. 
Committee, 1959-1960 
zis 
Fog Condi 
1958-1959 


Wood 


1958-1960 
Chairman 


Committee 
I heatres 
vision Committe 
RITENBURG, L. H., L. H. Ritenburg & Asso 
ites, P. O. Box 706, Regina, Sask 
Chairman, Golden West Chapter 
RITTER, WILLIAM H., JR., California Electric 
Powe Co P. O. Box 1029, San Bernardino 
Cali 


1958-1960 


Arrowhead 1959-1960 
Secretary, 1958-1959 

ROBERTSON ] N Los 

Water & Power Box %66° 

Los Angeles 54, Calif 

Light Control and Equipment De 

1959.1960 Vice-Chairman 


Chairman Chapter 


Dept. of 
Annex 


Angeles 


Terminal 


Chairman 

sign = Committer 

] 8.19549 
ROBERTSON, 
Co., 840 25th Ave., 


MAURICE If Jefferson Electric 

Bellwood, I! 

Light Control and Equipment 
Design, 1958-1960 

ROCH F. J., E. I. DuPont de 


Ine ngton 98, Del 


Committee on 
Nemours Co 
Committee 1958-1960 
ALSTON 
Cleveland 12 
Education Committee 
HARRY Ff Rensselaer 
Troy, N. Y 
Allied Arts 
Martin-Denver Co 


, 1ance 
RODGERS 
Nela Park 
Chairman 
RODMAN 
Institute 


General Electric 
Ohio 

1958-1960 
Polytechni« 
Committee on 1958-1959 
RODNEY, G. A 
Colo 
Lighting Subcommittee of the Avia 
Lighting Committee 1958-1959 
R. W Fstrella Ave San 


Martin 
Denver 
Seadrome 
tion Ground 
ROHRBACK 
Diego 15, Calif 
( 1irman, San Diego Section 


1958-1959 


Personnel Indez 





RONAYNEI IOHN, General Electric Co., 205 E 
42nd S%t.. New York 17, N. ¥ 
Committee on Public Relations and Informa 


thon ;O5R8. 1 On 
ROOKFEY, RAY D 
Co., West &82 Trent 


Secretary, Inland Empire 


Washington Water & Power 
Spokane, Wash 
Chapter 1959-1960 
ROPER, \ ral Electric Co., Nela Park 
Cleveland 
Alternate Oticial Representative, Vehicle Light 
National Cx 


Ordinances 


Subcommittee of Me mimittec 


iiform I rath Laws and 


Public 


Denver 2 


ROSENOUIST, FRED H 
7 


Coloracdk 200.9 h Mt 


Secretary, Rocky Mountain Section, 1959-196 


JEAN ‘ W fith & New 


ROSEN THAI 
York ™ N. ¥ 
I heatre. Lele n ( 


nm .tte 58. 1964 


ROSS, M. W 059 West Polk St., Chicago 44 


Secretary Areas Com 


Sports and Recreationa 
mittee 958.1960 

DANA W., Svivania Electric Products 
Wheeling, W. Va 


959.1960 


ROWTEN 
Tx One 
Roadway Committee 


Chairman 


“hth Se 
Chairman 
Subcommittee on Inte 
Roadway 


8.1959; Committee on Quantity 


1958-1959 
change with Foreign Groups of the 
Committee, 19 


Illumination, 1958-1959 


Alicea! Bros Lighting, 321 


aml Quality ¢ 


RUBIN, JOEL Ff 
t., Nev 


Fng 
ENGEA 


RUDBERG 

neers 

Washington 
Ground 


the Aviation and Signal Committee 8. 1904 


Taxiway Lighting Subcommittees 


mmittee o 


C-round port I 
the Aviation and Sig O58. 1964 
RUGO, ALFRED J 

Tr } Oak 

© 

RI 


RUSSELI 
Flect ( 
Ohio 
( hairmar 
RUSSEL! if 
wr rsity of , Winnipeg, Man 
Committee on l Art 
RUSSO, VITO. Mario Mig. ¢ 
2th St.. New York, N. Y 
Residence Committee 1959 
RUTHERFORD, P. M 
Co., 1506 Commer as 1. Texas 
National le mica ‘ Committe 


1959 1966 


tecture 


Dallas Power & Ligh 


SABAROTFE, B. I 
cisco Calit 
Committee m Allie 
SALTER, ERNEST H 
East End 


esting Procedures Committee 1958-1960 


Light Sources Committe: 1958-1900; Commiut 
tee on Design Practice, 1958-1960; Chairman 
Subcommittee on Guide for Testing Filament 
Testing Procedures Commit 


Guide for 


Luminaires of the 
Subcommittees on 
Methods and 
Reporting Tests of 
Photometric 


tee 1958-1960 
Techniques of 
Reflector 
Testing 


Street 


Investigation of 
Measuring and 
Type Lamps; Guide for 
of Mercury 

Lighting Ls 
Brightness Measurements 
Measuremerits of Fluorescent 


Sodium and Incandescent 


minaires Practical Guide for 
Guide for Electrical 
aml Photometri 
Lamps: Guide for Life 
of Fluorescent Lamps; Guide for Interpretation 
of Test Data and Results; Guide for Photo 
metric Testing of Floodlights of 10-160 Total 
Beam Spread 1950 umd Guide for Photo 
Luminaires of 


Performance Testing 


metre lesting of Fluorescent 
the sting Procedures Committee 1958-1960 
Study Prox ( of the Testing Procedures 
mimitrees on Guice 


Lighting 


Committe oot Su ba 


for Photometri« ting of Street 


rsonine l Inde J 


20 Py 


Luminaires and Subcommittee on Guide to the 
Method of Measurement of Fluorescent Lamp 
Starting of the Testing Procedures Committec, 
1958-1959 
SAMPSON, F » 1125 
Angeles 17, Calif 
School Committee, 
Committee 958-1960 
SANGSTER, A. ¢ Detroit 
Second Ave Detroit 26, Mich 
Subcommittee on Churches of the 
1958-1960 


West Sixth St Los 


1958-1960 


Daylighting 


Edison Co., 2000 
Institutions 
Committee 
SARGENT ee 
Inc., 60 Boston St 
Papers Committee 


Sylvania Electric Products 
Salem, Mass 
1958-1960; Progress Com 


mittee 958.1960 Publications Committee 


1958-1959 
SAUSSY, HUGH 
2932, Orlando, Fla 

Chairman, Central Florida Chapter 
SAWYIER, R. I JR Pacific Gas & 
Co., 17th & Clay Sts., Oakland 12, Calif 

1959 Conference Executive Committee 1958 


1959 


Progress Mfg. Co., P. O. Box 


1958-1959 


Electric 


SAYLES, ¢ 1.. School of Hotel Administration 
Cornell University, Ithaca, N. ¥ 
Chairman, Subcommittee on Hotels of the 
Institutions Committee, 1958-1959 
SCARFF, D. D., General Electric Co., 999-98th 
Ave Oakland 3, Calif 
99 Conference Executive Committee 1958 
ivo4M 
SCHAEFER, E. H Wisconsin Electric 
Co 231 West Michigan St Milwaukee, Wis 
Chairman, Service Stations and Parking Areas 
Subcommittee of the Merchandising Committee 
Subcommittee on Parking Area 
Roadway Committee 1958 


Power 


1958. 1960 

Lighting of the 

19590 
SCHAENZER P., Rural 
ministration, | S. Dept. of 


Electrification Ad 
Agriculture, Wash 
ngton 25, D. ¢ 

Joint 


iltural Engineers 
SCHMITT, F. J 
89 Fast Avenue 
Roadway Committee 
Coordinating 
Committee '958-1959 


md Tunnels and Under 


IES-American Society of Agr 


Committee 1958-1960 


Farm 


Rochester Gas & Electric Corp 
Rochester 4, N. Y 
1958-1960 Chairman 


Roadway 


Subcommittees on 


Subcommittee of the 


Photographic Studies 
passes of the Roadway Committes 1958-1959 


SCHNEIDER D. N 


Company, 316-318 5 


Central Illinois Light 
Jefferson, Peoria, Il 
Chairman, Central Illinois Chapter, 1958-1959 
SCHNELLER, JOSEPH A., 6222 Forest Glen 
Chicago, Ul 
Director, 1958-1959 
SCHNOLI EDWIN Schnoll Lighting Sales 
t N. Van Dyke Rd Milwaukee, Wis 


Secretary, Milwaukee Section, 1958-1959 
SCHOENI, MRS. GRACE Portland 
Electric Co., 621 8S. W Alder, Portland, Ore 

Residence Lighting Forums Committee 1958 

1959; Contributing Home 

Lighting Data Sheets of the Publications Com 


General 


Subcommittee on 


mittee 1958-1959 
SCHOENHERR, E. W General 
ith Ave., Rock Island, Ill 

Chairman, lowa Section, 1958-1959 
SCHRENK, I J Harlan Electric Co., 90! W 
Milwaukee Ave Detroit Mich 

Roadway Committee 1958-1960 
SCHROEDER, G. ¢ JR., Schroeder & Associates 

15 Audubon Bidg., New Orleans, La 

Secretary, New Orleans Section, 1958-1959 
SCHUCHERT }. § Equitable Gas Co 420 
Boulevard of the Allies, Pittsburgh 19, Pa 

Publications Committee 1958-1959; National 
Committee 1958-1959 
Weatherly Bldg 


Electric Co 


Technical Conference 
SCHULTER, JOHN A ti! 
Portland 14, Ore 

Chairman, Oregon Section, 1959-1960 
SCHWANNHAUSSER Ww E JR., 
Flectric Ce Outdoor Lighting Dept 
son le ~. « 

Subcommittees on Parking Area Lighting 
Publicity and Traffic Safety 

Roadway Committee 1958 


General 


Program and 

Lighting of the 

1959 
SCHWARTZ, R. A. D., Schwartz & Lindheim 
Oakland |, Calif 
Committee 1958 


120 Chapman St 
1959 Conference Executive 


1959 


SCHWENKLER, NORBERT H., Luminator 
Inc., 120 N. Peoria St., Chicago 80, Ill 
Aircraft Lighting Subcommittee of the Avia 


tion Committee, 1958-1960 


SCLATER, R. W., J. A 

Display Ltd., 280 Lakeshore 

Ont. 
Committee on Public Relations and Informa 
tion, 1958-1960. 

SEAGERS, PAUL, School of Education, Indiana 

University, Bloomington, Ind 
School Committec 1958-1960 
Committee, 1958-1960 
Council, 1959-1960 
on Visual Problems of the School Committee, 
1958-1960; Hospitals 
Institutions Committee 


SEALY, G. I 


Wilson 
Road 


Lighting & 
Toronto 14, 


Daylighting 
Inter-Society Color 
Chairman, Sutcommittee 


Subcommittee of the 
1958-1960 
Reading Company, Sth & Spring 
Garden Sts., Philadelphia 23, Pa 
Outdoor Production Areas Subcommittee of 
the Industrial Committee, 1958-1960 


SEAY, J. R., Seay Electric Co 
Tulsa, Okla 
Secretary 
SEBURN 
of Highway 
Haven, Conn 
Chairman Roadway Committee 
Vice-Chairman Roadway Committee 1958 
1959; Committee on Quality and Quantity of 
Illumination, 1959-1960; Subcommittee on In- 
terchange with Foreign Groups of the Road- 
1958-1959 


213 S. Cheyenne, 


Oil Capital Section, 1958-1959 
THOMAS ]J., Yale University, Bureau 
Traffic, 311 Strathcona Hall, New 


1959-1960; 


way Committee 


SEGAL, MURRAY D., National Safety Council, 
125 No. Michigan Ave., Chicago 11, Ill 
Roadway Committee, 1958-1960 
SEGAL, STANLEY M., 1 s 
Research and Development 
Belvoir, Va 
Progress Committee, 1958-1960 
on Testing Procedures and Subcommittee on 
Light Sources of the Searchlight Committee, 


Army Engineer 


Laboratories Fr. 


Su bcommittee 


1958-1960 
SEGEL, GEORGE J., New Orleans Public Serv 
ice, Ime ‘17 Baronne St., New Orleans, La 
Chairman, New Orleans Section, 1959-1960 
SELI FLOYD W The Detroit Edison Co 
2000 Second Ave., Detroit 26, Mich 
Papers Committee, 1958-1960; Pub 
National Tech 


1958-1960 


Chairman 
lications Committee, 1958-1960 
nical Conterence Committec 
SELLMAN, H D San Diego State 
San Diego, Calif 
I elevision 


College, 


Committec 1958-1960; 
Theatres Subcommittee of 
1959-1960 


I heatre 
Lighting for School 
the Theatre-Television Committee 
SHARP, HOWARD, Walling, Bickley & Sharp, 
Ime 1912 N St., N. W., Washington 6, D. C. 
Subcommittee on Hospitals of the Institutions 
1958-1960 
VERNON 
Residence 


Comm ittec 
SHARP, J 
Committee on 
1958-1959 
SHAW, | 
Box 899 
Chairman 


Lighting Forums, 
HOMER, Utah Power & Light Co., 
Salt Lake City 10, Utah 
Utah Section, 1959-1960 
Committee, 1958-1960. 
SHEARER, JACK I 
12212-84th Ave., So., Seattle 88, Wash 
Aircraft Exterior Lighting Subcommittee of 
the Aviation and Signal Committee, 1958-1960 
SHEMITZ, SYLVAN R., C. S. Mersick Electric 
Corp., 135 Orange Ave West Haven, 


Roadway 


Boeing Airplane Co., 


Supply 
Conn 

Residence Committee, 
SHEPHERD, T. H., Los Angeles Dept. of Water 
and Power, 311 S. Spring St Los Angeles 13, 
Calif 

Office Committee, 1958-1960 
1958-1960 


1959-1960 


Education Com 
mittee, 
SHERWOOD, HOMER S., Utah Power & Light 
Co., Box 899, Salt Lake City, Utah 
Secretary, Utah Section, 1958-1960 
SHIPLEY, F. D., U. 8. Government Acronautical 
Standards Group, U.S.A.F., Washington 25, D. C. 
Subcommittee on Aircraft Lighting and Ground 
Lighting Subcommittee of the Aviation and 
Signal Committee, 1958-1960 
SHIRLEY, D. W., Route 4 $800 Harrison St., 
Corvallis, Ore 
Chairman, Oregon Section, 1958-1959 
SHOEMAKER, GEORGE E., Philadelphia Elec 
tric Co., 211 S. Broad St., Philadelphia 5, Pa 
Chairman, Subcommittee on Churches of the 
1958-1960 Official 


Institutions Committee, 


1959 





Representative ASA Committee Cl, 1959-1960 
Official Representative, Industry Committee in 
Connection with Handbooks of Interior Wiring 
Design, 1959-1960; Committee on Allied Arts 
1958-1959. 
SHORTREED, R., Simpson, 
Ltd., 530A 6 Ave., West 
Chairman, Chinook Chapter, 
SHOTWELL, C. ¢ Philadelphia Electric Co 
211 South Broad St., Philadelphia 5, Pa 
Finance Committee, 1959-1960; Task Commit 
Financing, 1959-1960; Sus 
taining Membership Committee, 1958-19690 
Regional Activities Committee, 1958-1959; Na 
tional Technical Conference Committee. 1958 
1959; _ Vice-President, East Central Region, 
1958-1959 
SIMPSON, G. H., 5226 
Texas 


Allsopp & Assoc 
Calgary, Alta 


1958-1959 


tee on Research 


Mercer, Houston 


Chairman, San Jacinto Section, 1958-1959 
SIMPSON, LESTER ¢ 
Elastic Stop Nut Corp. of 
Ave., Elizabeth, N. ] 

Ground Lighting Subcommittee of the Aviation 
1958-1960 


Flastimold Division of 


America, 1027 Newark 


and Signal Committee 
SIMPSON, W. R., Arkansas Power & 
123 West 4th St., Litthe Rock, Ark 
Arkansas Chapter, 1959-1960 


Light Co 


Chairman 
SISCO s I Ebasco Services 
2 Rector St... New York 6, N. ¥ 
1958-1960 


Incorporated 


Roadway Committee High Speed 
Density Highways Subcommittee of the Road 


wavy Committee, 1958-1959 


SKINNER, VIRGINIA, Long 
Cc 175 Old Country Road 
Residence Lighting Forums 


1958-1959 


Island Lighting 
Hicksville, I I 
1959-1960; Chair 
man 
SRKOVI —. Division of 
City of Cleveland, Ohio 
Maintenance Subcommittee of the 
1958-1959 


Light and Power 
Luminaire 
Roadway Committee 

SLALER RICHARD G Svivania 

Products, Inc., One 48th Street, Wheeling, W. Va 
Vice- Pres 1958-1960; Council Executive 
Committee Ex-officio Member of 
all Technical Committees, 1959-1960 Task 
Committee on Research Financing 1959-1960 

Regional Activities Committee 

Advisory Board to the 


Flectri« 


dent 
1958-1960 


Chairman 

1958-1959 President 
1958-1959 

SMART RAYMOND I Boston 

39 Boviston St Boston, Mass 
Vice-President Northeastern Region 1958 
1960 Regional Activities Committee 1958 


Fdison C« 


1960 
SMEDBERG, GEORGE ( 
Service, 780 Broadway, Redwood City 
Chairman, San Jose Chapter, 1959-1960 
1959-1960 


Associated Lighting 
Calif 

Thea 
tre- Television Committee, 


SMITH, JAMES D., General Electric Co., 1401 
Parker Rd., Baltimore 27, Md 

Chairman, Marviand Section, 1959-1960 
SMITH, R. L., Holophane Company, Inc., Oak 
Newark, Ohio 
Testing Procedures, 1958-1960 
Subcommittees on: Guide for Interpretation 
Data and Results; Guide for Photo 
Testing of Fluorescent Luminaires and 
Photometric Testing of Mercury 
Incandescent § Street Lighting 
Testing Procedures Com 
Study Project A” of the 
Committee 1959-1960 
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